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Products: 
Measuring Tools Manufacturers 


Ningbo ShunYi Measuring Tools Co., Ltd. was established in 1997. It is 
Measuring Tools Manufacturers in China, we are specializing in 
wholesale Measuring Tools. Our company has passed European CE 
certification, ISO9001 certification, and according to the international 
legal measurement organization OLML, international GB2828- 87 and 
Japanese standard JZSB7552 are manufactured. As a custom Measuring 
Tools suppliers , since its establishment, we have always insisted on 
producing high-quality products. We can develop and produce according 
to your samples and drawings. Our company wholeheartedly welcomes 
the cooperation of domestic and foreign customers, and we will provide 


better quality products And better service. 





Products Details 


FIBERGLASS TAPE MEASURE CRP-J12 


Contact Us 


RESISTANT TO WEAR TAPE MEASURE 
CRP-02 


Contact Us 


A HIGH GRADE OF FIBERGLASS TAPE 
MEASURE CRP-09A 


Contact Us 





